BEACH PARK HOTEL 

On the Ocean Facing Lummus Park at 6th Street 

600 Ocean Drive MIAMI BEACH, FLORIDA 

100 Outside Rooms, each with Private Bath, Shower 
and Telephone — Attractive Lobby — Open Year 
Around. 
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Telephone 5-0021 















